To:  Way,  Steven[way. steven@epa.gov];  Myers,  Craig[Myers. Craig@epa.gov] 

Cc:  Olier,  Megan[Megan. Oller@WestonSolutions.com];  Robinson, 

David[David.  Robinson@WestonSolutions.com] 

From:  Petri,  Elliott 

Sent:  Fri  9/1 1/2015  3:45:16  PM 

Subject:  GKM  - Gradation  Testing  Results 

Gradation  Test  - Lab  No.  3541-A.pdf 


Hi  All, 


Please  find  attached  the  results 
Gold  King  Emergency  Ponds. 


CBI/Ex.  4 


from  the 


Thanks, 

Elliott 

CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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